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UNCLASSIFIED 

PAGE 01 ANKARA 04237 301341Z 

46 

ACTION INT-05 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 /023 W 

121077 

R 301233Z MAY 75 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 9402 

UNCLAS ANKARA 4237 

E.O.l 1652: N/A 
TAGS: TPHY TU US 
SUBJECT: SRO EQUIPMENT 

REF: STATE 122822 

1. EMBASSY APPRECIATES CONTENTS REFTEL AND INFORMATION THEREIN 
CONTAINED WAS PASSED TO METU’S DR. YASAR ON MAY 29. HE 
REQUESTED ON MAY 30 THAT THE EMBASSY SEND METU A LETTER 
CONFIRMING THAT THE TITLE TO THE SRO EQUIPMENT IS BEING 
TRANSFERRED TO METU. WE WILL PROVIDE HIM WITH THIS LETTER, 

WHICH HE BELIEVES WILL SOLVE THE CUSTOMS PROBLEMS. 

2. WITH RESPECT TO PARAGRAPHS 5 AND 7 OF REFTEL THE EMBASSY 

IS PREPARED AS APPROPRIATE TO HANDLE SMALL PACKAGES OF EQUIPMENT 
AND SUPPLIES FOR METU'S SRO PROJECT. WE ARE PLANNING TO 
DISCUSS THIS PROSPECT WITH USGS' DR. JAMES TAGGERT ON HIS 
ARRIVAL IN ANKARA. 

3. TIMING OF DR. JAMES TAGGERT'S NEW ETA OF JUNE 13 
INCONVENIENT TO TOLKAY WHO WILL BE IN ISTANBUL THEN. TOLKAY 
SUGGESTS JUNE 16. PLEASE ADVISE. 

MACOMBER 


UNCLASSIFIED 
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